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15 APR isp 


MEMORANDUM FOR: Deputy Director for Support 


Wationsl Craecit Union Administration 
Durgiery at the Oifice of the Attministrator, 
2225 K Streat, N. W., Washinjton, BD. C. 
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i. This memorandum is for your information oaly. 


2. The Office of the National Credit Union Administration 
(NCUA) was broken into during the weekend of 3 April 197i. The 
exact thre cannot be deterrained, but it was between the close of 
Wusiness 2 fpyril and the timae of discovery at approximately noon 
on 4 April. It was deterimined that a safe furnished te NCUA icr 
wtovage of meterial relating to the Nerthwest Federal: Credit Union 
was foreeably opcnec. 


3, On 6 Avril 197L representatives of this Cifice and Mr. 


25X1A9a EEE 22naper of the CLA Credit Union, inspected the 


sbove premises, specifically our two-crawer Diebold Class 2 safe 
which was apparently the prime prion aiturglars. A description 
of material involved is attached, Wox your informatien, the NCUA 
of Health, Education and Welfare. The Administrator is retired 
Marine Corps Licutenant General Herman Nickergon, 


4, Inepection of the safe reveatec that forcedientry was mace 


by chiseline around the top of the safe (outer skin), rérmoving two 


is now an independent arency and is ro longer under the Department 


sheets of 1/4 inch aluminum, peeling the top back, citiseling through 
the inner skin (too right side), and forcing open a space large cnouga 


0130013-1 


e 


to reach inte the too drawer (see attached chotographkg). It is under- 
etocd that the anly item reraoved ftrora the drawer wad an envolcpe, 
aad it was left bel nind. It would aoncer from this thot:the culprif(s) 
Was ailer money only since nothing wap repovied missing from the 
sate, It is to be noted taat a bay lock file cabinet located in the same 


voum was also forced open, but again nothing was reported missing. 


>, iEntry into the oifice svice was ee by forcing 
the double wooden doors open with a pry bax; this was accomplished 


without damage to the doors of lock (a ae exterior daor Jack}. 
& én inescction of the facility revealed the iellowine: 


a. Oecaeral Nickerson's office (see atté.ched 
floor plan) is located on the seventh floor of a modern 
coramerciai office buliding of brick and reinforced con- 
crete construction, loceted in downtown Wasninrton, 

2. G., inthe block bounced by K, L, 13th, and 14th 
Sereats, k. W. : : 


ob. 4ccording te the building directory, the 
Quildineg is occupied entirely by U. S. Governz-ent 
agencies, including the F de Bureau of Investiga- 
tion (National Crime Statistics Division) which, by the 
Way, Was aiso entered nie the burvlars. They are 
“Located on the sixth floor, and the target in that office 
ia not known. 


ce, The rain estrance to the building is off . 
K Street. The building ig ceerviced by three seli- 
service clevaters and there ave two stairwells. 


ad, if is our erstanding that all building 
entrances are secured ) adter hours. We deo net know 
how entry was made into the building. " 


e There are no cuarcia (GOA or otherwise) 


assigned to this building although it is understted 


wg 


‘that Generali Nickerson had re: onested such service 
in the gast. . 
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aay . crip let tiem nae Seen ee 
S Shuse oye ne clase: oyshome in the WOUA 


» 
SSslee opted. 


4 pot 7 Aosil 97), a now two-crewer thekolid Clase > 


safe wae delivered to NOUA. ‘Vie cid sais wag picked up ana re- 


25X1A6a- es twried to Gn 8 Agril the aaterial wuich 
nad bean contained in the 1a4 sale wae returned to NCUA by 
e: Cae c vent a one aire entative; and & repecsontativ tive oF tac 


toe E Lice ef Security, seta combination on 


Pa wey a * fi 


ne gallowing vecumnuenistions are boing = furmistiea the 
aorael so a8 to improve the security ef tha NCUA 


. heview the secessity of the continual 
storawe of Cis matercel et tg with t2e pessibllity 
of wa oiler that the Hceacy heid for them snaterial 


Bm, 


raat ig not accesoary for day-to-day operation. 


a Vexdical-bolt ausiliary lock on 

trance door io the NOUA Jdiministrates’s office 

ine of the following ia rocommerded: ssgle 
«io. £504, Yale 197, ico 

+ or Cuard Life do/GL. Thay shoukid maintain 

icé comixvol of vue keys. 


Ge o ib thas force ducies should be ackhom- 
during normucl duty rours of U der eagcort 


&, Whe cade should ke gretecced by a. suitable 


glasw eyeicun. Centra: sates coverage is avellabic. 
vhrough a nurabes ef local companies. } 


“ 
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e. ‘he safc should be located in an area 
where it would not be visible to the casual observer. 
Closet space which could be key locked is ideal; and 
us an alternative to the aforementioned alarm system, 
the closet could be alarmed with door contact switch _ 
and/or ultrasonic alarms. : 


FOIAb3b 


Divector of Security 


Aits 


ce: D/Personnel 


tp gh em pen me 
CEPOL 
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